Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Text 

LIMITED OFFICIAL USE 

PAGE 01 ATHENS 02251 111626Z 
ACTION EUR- 12 

INFO OCT-01 10-13 ISO-00 AID-05 CEA-01 CIAE-00 COME-00 
EB-08 EA-07 FRB-03 INR-07 NEA-10 NSAE-00 USIA-06 
OPIC-03 SP-02 TRSE-00 LAB-04 SIL-01 AGRE-00 OMB-01 
EURE-00 FEAE-00 /084W 

111801Z 126904/47 

P 111529Z MAR 77 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC PRIORITY 9466 
INFO USMISSION OECD PARIS PRIORITY 
USMISSION GENEVA PRIORITY 


LIMITED OFFICIAL USE ATHENS 225 1 

EO 11652: NA 
TAGS: ENRG, lEA, GR 

SUB: ENERGY: AVAILABILITY OE DEPUTY DIRECTOR OF THE GREEK NATIONAL 
ENERGY COUNCIL, DR. GEORGE S. ARGYROPOULOS TO BE VICE CHAIRMAN 
OF THE lEA/SLT.N 

EMBASSY OFFICER DISCUSSED ON MARCH 9 POSSIBLE AVAILABILITY OF DR. 
ARGYROPOULOS FOR POSITION OF lEA VICE CHAIRMAN WITH DR. R. 

ROISSIS, DIRECTOR OF GREEK NATIONAL ENERGY COUNCIL. MOISSIS 
APPRECIATED POINTS CONTAINED IN REFTEL AND IS ENDEAVORING TO CON- 
FIRM THAT ARGYROPOULOS WOULD BE AVAILABLE TO REGULARLY ATTEND 
SLT MEETINGS. EMBASSY WILL REPORT GOG RESPONSE AS SOON AS RECEIVED. 
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